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Rollins  Chapel  at  Dartmouth  College,  Hanover,  N.H.  ^ 
Erected  in   1855,  it  is  the  only  granite  structure  on 
the  Dartmouth  Campus.   It's  arched  roof  and  round- 
ed domed  arches  gives  the  building  an  appropriate 
air  of  reverence. 
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